INSU RED 


Foyntsin Couil Condo Msn 


DATE OF REPORT 


: 12/12/3005 


LOCATION 


6901 Veterns Bh-d - rear 


DATE OF LOSS 


03/29/2005 




Melaine, LA 70033 


POLICY NUMBER 


. 17-2510100459 


COMPANY 


Fidelity National Insurance 


CLAIM NUMBER 


: FNTC- 1-05-0043927 






OUR FILE NUMBER 


:S113S 






ADJDSTER NAMË 


: Glen Gamer 



STATEMENT OF LOSS 
CLAIM RECAPITULATION 



pQlicy Information. 



Pollcy Type: 
Poiicy ^Junlbe^: 
Pollcy Ter m: 



FiGcxf- RCBAP 

17-2510100459 
04/07/2005 to 04/07/2006 



Çpverage A - BuUding 



Coveï^e Amount: 
Coverage Déductible: 
Replacement Cost 

EsQmale o1 Loss: 



$1,682,200.00 

S500 00 
NO 

R.C.V 

Dépréciation: 

AC.V: 

Less Déductible: 

Claim Payatrfe: 



$564.551 02 

$35,61678 

S52e,934 24 

3500 00 

$52e,434.24 



Coverage B - Contente 



Coverage Amount 
Coverage Déductible; 
Replacement Cost: 

Estimateof Losb: 



$5,600 00 

£500 00 

Not Applicable 

RCV. 

D^jïeciation: 

AC.V. 

Less Oeductrble: 

Claim Payable 



S5.493.89 
$760.92 

£4,732 97 

$500.00 

S4,232 97 



Recap Qf Coverages 



Dépréciation' 

A.C.V: 

Less Déductible 

Claim Payable- 



î 570, 044.91 

S36,3T7.70 

$533,667 21 

SI, 000.00 

$532,66721 



aot-iiiîsw 
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INSU RED 


: Founlain Court CondoAssn 


DATE OF REPORT 


: 12/12/2005 


LOCATION 


eSOl Veferns Blvd - rear 


DATE OF LOSS 


OS/29/2005 




Métairie, LA 70033 


POLICV NUMBÉR 


17-2510100459 


COMPANY 


: Fiûelily National insufance 


Ci_AlM NUMBER 


: FNTC' 1-05-00-1-3927 






OUR FILE NUMBER 


8113B 




' 


ADJUSTER NAME 


: Glen Garner 



BUILDING ESTIMATE 



BUILDING INFORMATION 



rnrn. 




ESTIMATE RECAP 



Esîimate Grand Tolals: 
Total Dépréciation 

AC.V. EsîrmateTotais: 
Po]fcy Déductible: 
Final Toiats: 



3564,551 02 

a35,eie.7s 

3526,934.24 

S500.00 

S528 ,434.24 



ESTIMATE COMMENTS 



Porm EST-[iï9« Cover Page 



IhJSLJRED 


Fouritain Court Condo Assn 


DATÉ OF REPORT 


12/12/2005 


LOCATION 


:69D1 VeîernsBIvd-rear 


DATE OF LOSS 


0a/29/2D05 




■ Melairie, LA 70033 


POLI CY NUMBER 


17-2510100459 


COMPANY 


F idelity National Insurance 


CLAIM NUMSER 


FNTC-1 -05-0043927 






OUR FIL£ NUMBER 


: eil38 






ADJUSTER NAME 


Glen Gârner 



Area Nama: # 4SLIvlng Room / Dining Room 


#4BLivtng Room/Dining Room il' x 17' 6 0''x 3' 










Openingl 2'S0''x6' 










OpenJng2 2 6.0'- x 3' 










OffeeH 6' K S" e,4 " >l B' 










Offset? 3' >r 3'x 8' 










Closet A/C 3' X 3' X 8' 










Lover Penmeter: 62 00 LF Floor SF. 262.70 SF 


WallSF: 656.00 S F 


Upper Perimeler: 7500 LF Floor £Y; 29.19 SY 


Ceillni 


SF: 252.70 S F 


QuaJiIltv 


Dascriptton 


Unit Cost 


RCV 


DEP 


ACV 


32e .0 s F 


Mildiciûe WalJ Treatment 


30 25 


362 00 




S32.00 


262.7 SF 


Mildicide Floor Treatment 


30.25 


365.56 




505.68 


262.7 S F 


Clean & PoJfSh Ceramic Floor Tile 


S0 47 


SI 23.47 




3123 47 


262.7 S F 


Ro-grouî Ceramic Ftoor Tite 


$294 


S77234 


330.39 


3741.45 


164.0 SF 


R/R Wall Insulation 

eifteriorwallsonly upto4 ft 


S0.63 


5103,32 


S413 


399.19 


328,0 S F 


R/R Wall Sheelrock 

up to 4 ft from floor ►evel 


32.75 


3902.00 


354.12 


£647.88 


656,0 SF 


Prep Walls 

cusiom ps'nï v/alte 


30.39 


5255 84 


57.68 


£248.16 


656,0 SF 


Texture Walls 


30 36 


3236.16 


$14.17 


$221.99 


656.0 S F 


PainlWalls{2Coals) 


30. 5S 


S3B0.4S 


315J22 


3365 26 


52.0 LF 


R/R Hardwood Base Moulding 


S2 75 


S225.50 


S13 53 


321197 


S2.Û LF 


Paint ' FiniBh Hardwood Base MoUding 


30.30 


365.60 


34.59 


361.01 


10EA 


R/R Prehung H/C Door 
a/c closet 


Ï237 79 


5237.79 


31427 


£223.52 


10EA 


Paint / Finish Prehung H/C Door 


S5S.44 


S59.44 


S7.13 


352,31 


1.0 EA 


Paint / Finish Casing Tnm for Prehung H/C Door 


3613 


S613 


S0 93 


S7.2Û 


lOEA 


Remove Door Hardware for Prehung H/C Door 


39.32 


£9.32 




39.32 


lOEA 


Re-insiall Door Harchyare for Prehung H/C Door 


318 76 


Slfl76 




313.76 


lOEA 


R/R Prehung S/C Exlerior Door 
front entry door 


S473.60 


S473.60 


333 50 


3445.10 


1.0 EA 


Paint / Fmish Pjehurig S/C Exleria" Door 


359 44 


35944 


S4 16 


555.28 


lOEA 


Paint / Finish Casing Trim for Prehung S/C Exterfor 












Door 


311.17 


311 17 


30 73 


310.3S 


lOEA 


Remove Hardware Item for Prehung S/C Exteriof 












Door 


39.32 


39 32 




59.32 


1.0 EA 


Re-install Hardware Jtem for Prehung S/C Exterior 












Door 


313.76 


316.76 




513.76 


1.0 EA 


Clean Stonn Door 


S8 0g 


se 09 




58.09 


6 0EA 


R/R 110V - 125V w/Wifing Eleclncal Outlel 


S84.39 


S509.34 


330.56 


3478.78 


1.0 EA 


Healmg S A/c Sen/ice Call 


3169 51 


3169 51 




3189.51 


lOÈA 


Clean Air Handierfor Air Conditioner 


S310e 


531.03 




531.08 


Totale For # 48LJvinp;i Room / Dlnlnq Room 




$4.861.19 


$235,71 


$4,625.48 



This is an ostim»t9 ot nconted domog^B an^ is subjoct lo nvtaw and Rnal apiuovBi by Ifie insuiatica tBirimr. 



Ferm CHl-m.BVM 
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IWSURED 


■ Fûunfâin Court Cc^ido Assn 


DATE OF REPORT 


12/12/2005 


LOCATION 


6901 Vetems B»ud - rear 


DATE OF LOSS 


: 08/29/2005 




Meteirie, LA 70033 


POLI C Y NUMBER 


17-251 01 00459 


COMPANY 


■ Fidelrfy National Insurance 


GLAIM WUMSER 


FNTC- 1-05-0043927 






OUR FILE NUMBER 


:3113e 






ADJ LISTER NAME 


. Glen Gârner 



Area Name: #48 Kilchen 


im Kilchen S' 6 0" x 6' 6 0" x 8 










Opening 2'eD''xfl' 










Lowef Perimeler: 31.50 LF Floor SF. 72.20 SF 


WallSF- 252 00SF 


Upper Penmeter- 34.00 LF Floor SY: 8.02 SY 


Ceittng SF: 72.20 SF 


Quanti tv 


Description 


Unit Cost 


RCV 


DE F 


ACV 


126 OSF 


Mildicide Wall Trealmeni 


S0.25 


S31.50 




£31.50 


72.2 SF 


Wildjcide Floor Troalmont 


30.25 


S18 05 




818.05 


72 2SF 


Clean a Polish Cérame Floor II le 


S0.47 


S33 93 




S33.33 


72.2 S F 


Re-groui Ceramic Floor Tite 


S2 9^ 


S212.27 


38 .4Ï 


3203 78 


53 OSF 


R'ft Wall Insjlaiion 

e^lerior walla only upîo 4 ft 


SÛ.63 


S3969 


SI 59 


£38.10 


12e OSF 


R/R Wall Sheetrock 

up to 4 tt from floor level 


S2.75 


S34e.50 


S2Û.79 


S325.71 


252.0 SF 


Prep Waiia 


S0,3= 


898 28 


82.95 


895.33 


252 SF 


Text jre Watls 


S0.36 


S90.72 


S5.4J 


535.28 


252.0 SF 


PaintWaHs(2Coats) 


so5e 


3146.16 


£5.35 


S140 31 


31.5 LF 


R/R Hardwood Base Moulding 


S2.75 


£86.62 


S5.2C 


531.42 


31.5 LF 


Painl ' Finiîh Hardwood Base Moulding 


so.eo 


825.20 


8176 


£2344 


6.0 LF 


R/R Base Cabrnelrv 


SISlIf 


ST,147 08 


S91.77 


ST,055 3T 


5.0 LF 


Remove Couniertop 


£3.51 


£21.06 




S21 oe 


6.0 LF 


R&instail Counlertop 


86,21 


837.26 




S37.26 


6.0 LF 


Remove Plumbing Lines 


S0.51 


S3.06 




S3.Û6 


6.0 LF 


Re-rnataii piuinhing Linea 


815.16 


£90.96 




S90 96 


1.0 EA 


Remove Sink (Complète Assembly) 


S39.81 


839.84 




S3G.a4 


1.0 EA 


Re-inatail Sink (Complète Assembly) 


£7516 


£75.16 




57516 


1.0 E A 


R/R 40 Gallon Electric Waler Heater 
s/n 234567-8 


S343 30 


S343.30 


84120 


£303.10 


4,0 EA 


R/R nov ' 125V wA^'inng Etectrical Ouîtei 


se4.a9 


3339.56 


£20 37 


£319.19 


1.0 EA 


R/R Oven 

hoî point s/m 765432-9 


5941.01 


8941.01 


8112 92 


8828.09 


1.0 EA 


RIR Refrigejalor 

hot point s/n S97-2345-1 


8788,84 


8788.84 


S71.00 


8717.84 


Totals For #48 Kftchen 




£4,956.05 


£389.33 


£4,566.72 



Area Name: 


#48 Bâthroom 








tf 4Ê Batïiroorn .... 
Offset 




5' X 6' ); 8- 
2' K 2" :< S' 










Lower Perfmeter 
Upper Penmeter: 


30.00 LF 
30 00LF 


Floor S F- 
Floor SY: 


44.00 SF 
4.89 SY 


WallSF. 240.00 SF 
Ceding SF: 44.00 SF 


Quanittv 


Description 


Unit Cofit 


RCV 


DE F 


ACV 















Tfils IB art sstlmote of record^d dainaQ&a and ta^aal^ûct to rsvimw and Bnal approvai by Ifia insurancm ça^ 



amsois 
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INSURED 


: Founlafn Court Condo Assn 


DATE OF REPORT 


12/12/2005 


LOCATïOf^J 


6901 Veïerns Siud - rear 


DATE OF LOSS 


■ 0a/?9/2QO5 




: Meîalne, LA 70033 


POLICY NLfMBER 


17-2510100459 


COMPANY 


: Fidelity National insuranoe 


CLAIM MUMBER 


: FNT(M-0&ÛD43â27 






OUR RLE NUMBER 


81138 






ADJUSTER NAME 


: Glen Garner 



S 4fî BaUiroom - continued.. 


Quantitv 


DascrlpdDP 


Unit Cost 


RCV 


□EP 


ACV 


120.Û SF 


Mildicide Wall Treaimenï 


SU. 25 


S30.00 




530.00 


44.0 SF 


Miîdicide FlûorTreatiïient 


S025 


S11.00 




311 00 


44,0 SF 


Clean S. Polish Ceramic Floor Tife 


S0.47 


S20 6a 




520,68 


44.0 SF 


Re-grouî Ceramic Floor Tile 


S2.94 


5129,36 


55.17 


S124 19 


60.0 SF 


R/RWallInsLlatiûT 

extenorwalisonlv uplo4H 


S0S3 


S37.8Û 


SI .51 


$36 29 


120.0 SF 


R/RWalISrieelrock 

up to 4 ft from îloor level 


S2 75 


3330.00 


S19 80 


S310.20 


240.0 SF 


Pfep Walls 


S0.39 


593.60 


S2.81 


$90 79 


240.0 SF 


Texture Walls 


S0.36 


566.40 


S5.1Ô 


$81.22 


240.0 SF 


PaintWalls[2Caals) 


S0 5B 


5139.20 


S5.57 


5133.63 


30 0LF 


R/R Hartiwood Base Moulding 


$2,75 


£82.50 


S4.95 


$77 55 


6.0 LF 


Paint /Finish HardwoQd Base Moulding 


SO.SO 


54.80 


S0.34 


S446 


1.0 E A 


R/R Prehung H/C Door 


S237 79 


S237 79 


SI 4.27 


3223.52 


1 ÛEA 


Paint / Finish Prehung H/C Door 


S59.44 


£59.44 


57 13 


S52 31 


1.0 E A 


Paint 1 Finish Casing Trîm for Prehung H/C Door 


S813 


53.18 


S0.98 


57 20 


1.0 EA 


Remove Door Hard'»vare for Prehung H/C Door 


S9.32 


39.32 




S9 32 


1.0 EA 


Re-install Door Hardware for Prehung H/C Door 


SI 3.76 


SIS 76 




516.76 


3.0 LF 


R/R Base Cat>fneiry 


Sl91.ie 


S573.54 


S68.B2 


S504.72 


30LF 


fî/R CûLUiterlop 


555.91 


$170.73 


S20.49 


3150.24 


3 0LF 


Remove Plumblng Lines 


S0.51 


SI 53 




SI .53 


3 0LF 


Re-install Plumbing Lines 


S15.16 


S45 4S 




345.4S 


1 OEA 


Clean Commode 


313.36 


513.36 




513.36 


10EA 


Remove Balhtub 


537.58 


S37 5B 




S37.56 


1.0 EA 


Re-install Bathtub 


S93 95 


S93.95 




593,95 


1 OEA 


Clean Bathtub 


S20 51 


S2Û.51 




320.51 


10EA 


Remove Fiberglass Tub Enclosure Bafhfub 


S23 63 


S23 33 




323 33 


1.0 EA 


Re-install Fiberglass Tub Enclosure Batlilub 


S39 71 


$39.71 




539.71 


1.0 EA 


Clean Fiberglass Tub Enclosure Balhtub 


S8 17 


$S17 




3S,17 


1.0 EA 


Remove Sliding Door tbr Baîhîub 


S23 63 


523.33 




S23.83 


1.0 EA 


Re-install Slidirtg Door for Bathtub 


S27 09 


S2703 




S27.Ûâ 


1.ÛEA 


Remove Shower Rod for Bathtub 


S2 43 


S2.4a 




32.46 


1.0 EA 


Re-install Shower Rod for Bathtub 


S3.12 


S312 




S3.12 


1.0 EA 


Remove Faucet Set for Sho7i«r 


S1 127 


$1157 




S1L27 


1,0 EA 


Re-instaU Faucet Sel for Shower 


SI 5 03 


SI 5.03 




S 15,03 


1.0 EA 


Clean Faucel Set for Shower 


S1 1,50 


S11 50 




$11.50 


1.0 EA 


Remove Bath Accessones 


$?14 


S2.14 




S2.14 


1.0 E A 


Re-instgtl Balh Accessories 


se. 70 


sa.7o 




$8.70 


1.0 EA 


Clean Balh Accessories 


SI 27 


SI .27 




S127 


Tûtals For tt 48 Bathroom 




S2.433-ed 


SI 57.02 


$2,376.62 



JhisisanesamMiofncordediiamagesandissubiscilaretfiewaulBnalapi^ 



ParmCËST-liïe-Sn 
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'fMSURED 


Fo jnlain Court Condû Assn 


DATE OF REPORT 


12/12/2005 


LOCATION 


6901 Velems BIvd - rear 


DATE OF LOSS 


: OB/29/2005 




■Métairie, LA 70033 


POLI C Y NUMBER 


: 17^2510100459 


'COMPANY 


Fdelity National Insjrdnce 


CLAIM NUMBER 


: FNTC-1 -05-0043927 






OUR RLE NUMBER 


81138 






ADJUSTER NAME 


. Glen Gamer 



Area Name: #48 Master Bedroom 


ff4BMas1erBedroom IZxIl'xa' 










Closet 2" eO" K 5" X 8' 










Clûset2 5'x 5' 6 O'x 8' 










Lower Perimeler 82.00 LF Floor SF 172.00 SF 


Wall SF: 556.00 S F 


Upper Penmeier: 46.00LF FloorSY: 1S.11 SY 


Ceilinç 


SF: 172.00 SF 


Ouanlitv 


description 


Unit cost 


RCV 


DEP 


ACV 


328 SF 


MildLCJde Wall Ireatmenl 


S0.25 


S82.00 




382.00 


172.0 SF 


Mlldicide F(oor T reaiment 


S0.25 


S43.00 




Ï4300 


20.4 SY 


R/R Csrpeting (Per Sq. Yd) 


S30 32 


3618 53 


S74.22 


S544.31 


191 SY 


R/R Carpel Pad {Per Sq Yd) 


S5.36 


S1Û2.3e 


SI 2.29 


590.09 


82 0SF 


R/R Wall InSLklalion 

exleriarwalfsonly uplo2ft 


S0,63 


S51.66 


s2.or 


S49.59 


ie4 0SF 


R/R Wall Sheetrock 

up to 2 tt from flûor level 


S2.75 


3451.00 


S27 0e 


S423.94 


650 SF 


Prep Waiis 


30.39 


S255&4 


37 68 


3243,16 


656.0 SF 


Texiure WalJs 


S0J6 


3236.16 


S14.17 


S221 99 


656.0 SF 


PaJrtWalls{2Coal&) 


SO.Sfl 


3360.43 


315.22 


3365.26 


S2.0 LF 


R/R Hardwnjod Base Houldirg 


32 75 


3225.50 


S13.53 


S21Î97 


32.0 LF 


Paint 1 Finish Hardwood Base Moulding 


so.eo 


S65 60 


$4.59 


S61.01 


3.0 EA 


R/R Prehiiing HIC Door 


S237.7Ç 


3713.37 


342.60 


3670 57 


3.0 ÈA 


Paint / Finish Pretiung HIC Door 


359.44 


SI 76.32 


S12 43 


3165 64 


3 0EA 


Paint / Finish Casing Trim lor Prehung H/C Door 


sa 13 


S24 54 


31.47 


323.07 


3.0 EA 


Remo^e Door Hardware for Prehung H/C Dooi 


S9.32 


327.96 




527.96 


3.0 EA 


Re-msiall Door Hardware for Prehung H/C Door 


318.76 


S562B 




S56.28 


1.0 EA 


R/R Exterior French Door 


S510.7S 


5510,76 


330.65 


5480 11 


1.0 EA 


Paint / Finish French Door 


S59.44 


S59.44 


3713 


352.31 


1.0 EA 


Remove Hardware Hem for French Door 


S9 32 


S9.32 




39,32 


1.0 EA 


Re-insTaif Hardware llem toT Frencn Door 


Sie.76 


£16.76 




S18.76 


1.0 EA 


Paint ' Finish Exterior Jamb for French Door 


S24 27 


S24.27 


32.91 


32136 


4,0 EA 


R/R nOV- 125V wA^'lringElecîflcalOu^let 


Sa4.89 


3339.56 


520.37 


S319 19 


Totaifi For # 4S Master Bedroom 




S4,474J3 


S28B.64 


$4,186.09 



Area Nam^: ÏMQ General Services 




Ouanlitv 


Deif^ption 


Unit Cûst 


RCV 


DEP 


ACV 


400 SF 

lÛEA 


Pressure Wash Exlenor Sewage 
Large Load Débris Removal -i- Dump Fee 


50.48 
S472 50 


SI 92.00 
S472 50 




SI 92.00 
5472,50 


Totals For #48 General Services 




3664,50 


SO.OO 


SG&4.sa 



This ïs an estàmato af fccvro^ damaoes srvi is siit^ct to r^viaw artii Sn^ app^w^ t^ the Insurance çan^. 
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INSURËD 


Fountain Court Condo Assn 


DATE OF REPORT 


: 12/12/2005 


LOCATION 


: 6901 Vetems Btvd - rear 


DATE OF LOSS 


Oa/29/2005 




Métairie, LA 70033 


POLICY NUMBER 


. 17-2510100*159 


COMPANY 


: Fidelity Natiorral Insurance 


CLAtM NUMBER 


: R^C-1-05-ÛQ43927 






OUR FILE NUMBER 


. eiisa 






ADJUSTER NAME 


: Glen Garner 



Area Name: 



fl REC Room / Oining Room 



# REC Room / Dlning Room 17'x2r6.0"xe' 

Otfeet 17-B.0"x17'x6' 

Closet + a'c unit b'xSxS' 



Lower Perimeler: 
Upper Perimeter: 



132.00 LF 
n2.00LF 



Fimr SF; 

Floor SY: 



ees.OO SF 
76.44 SY 



Wail SF. 
Cellins SF: 



lûse.oo SF 
ees.oû s F 



Quanti ty 



526.0 S F 

eae.o sf 

S1.7SY 

76.4 sy 

264.0 S F 



E>B&crlptfon 



MilcTicide Wall Trealmen[ 
Mildicide Floor Treatment 
R/R Carpeling (PerSq Yd) 
R/R Carpel Pad (For Sq. Vd) 
RJR Wall Insuiation 

exterior waHs only upto 4 ft 



Unit Cost 



S0.25 

S0.25 

S30.32 

S5.36 
S0.63 



RCV 



5132.00 
5172 00 
S2.477,14 
S409 50 
S166.32 



DEP 



S297.26 

S49,14 
SB.65 



ACV 



3132.00 
SI 72.00 
S2,l79.aa 
5360.35 
S 159.67 
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INSURÉD 


Fountain Court Condo Aasn 


DATE OF REPORT 


: 12/12/2005 


LOCATION 


6901 Velems BIvd - rear 


DATE OF LOSS 


OS/29/2005 




Métairie, LA 70033 


POLICY NUMBER 


17-2510100459 


COMPANY 


FJdelily National Insurance 


CUMWl NUMSER 


: FNTC- 1-05-0043927 






OUR FILE NUMBER 


81138 






ADJUSTER NAME 


: Gten Gamer 



tt RFC Room/ Dinina Room - conliiufed... 


OuanliW 


Description 


UnItCost 


RCV 


DEP 


ACV 


523.0 SF 


R/RWallSheeîrock 

Lp to 4 R from floor level 


S2.75 


51,452 00 


SB712 


S 1,364.36 


523.0 S F 


R/R Wal! Paneling 
wainescoal 4 H 


S4.02 


32,122.56 


5127.35 


51,995.21 


1056.0 SF 


Paint / Finish Walf Panelmg 


S0.58 


3612 48 


373.50 


5533.96 


1056.0 SF 


PaintWalls[2Coatsl 


ÏÏ0 58 


S612 48 


£24.50 


£537.93 


132 OLF 


^'R Hardwood Base Maulding 


S2 75 


3363.00 


521.73 


534122 


132 OLF 


PsiWti 1 Finish Hardwood Base Moulding 


SO.30 


5105 60 


57.39 


596 21 


132.0 LF 


R/R ChaiT-Rail Moulding 


S2.29 


5302 28 


£13.14 


3234.14 


132 OLF 


Paint /Finrsh Chair-RaH Moulding 


so.âo 


3105.60 


512.57 


S92 93 


1.0 EA 


R/RPrehung H/C Door 
cloBet + A'c unit 


S237.79 


5237 79 


514.27 


5223.52 


1.0 E A 


Paml / Finisli Prehung H/C Door 


S59.4^ 


S59.44 


57.13 


S52 31 


1.0 EA 


Paint / Fjnish Casing Trim for Prehung H/C Door 


S3.T8 


£3.18 


30,98 


S7.20 


1.0 E A 


Remove Door Hardware tor Prehung H/C Door 


39 32 


59,32 




S9 32 


1.0 EA 


Re-insîall Door Hardware for Prehung HvC Docjr 


S1S.76 


518.76 




£13.76 


3.0 EA 


Clean JAdjjsiSliding dass Patio Door 


S37.30 


374.60 




374.60 


9 OLF 


R/R Setter Grade Wood Base Cabinetry 


5184.37 


51,663,63 


S149 74 


$1,514 09 


9 OLF 


Remove Counlertop 


53.51 


S31.59 




£3159 


9,0 LF 


Re-install Counfertop 


S6.21 


355 89 




555.39 


6.0 LF 


Remove Plumbing Lines 


50,51 


S3 06 




S3.06 


6.0 LF 


Re-install Plumbing Lines 


S15.16 


390.96 




590,96 


10EA 


Remove Sink {Complète Assembly) 


539.34 


S39.S4 




£39.84 


1.ÛEA 


Re-install Sink (CompEete As&embry) 


S75.16 


S75.16 




375.16 


1 OEA 


R/R Waier Heaier 

wrilflpoûl s/n 7654:1-9 


S341.95 


S341.95 


530 76 


S311.17 


e.OEA 


R/R 110V- 'r25Vw/WinngElecîricalOutlel 


$84 69 


S679.12 


S40.75 


3638 37 


10EA 


Heating S A;C Service Call 


S1 39.51 


5139.51 




$189 51 


1.0 EA 


Clean Air Handler for Air Conditioner 


331 Ot 


S31.03 




531.08 


1.0 EA 


R/R Ice Machine 

buill inio base cabinet- whiripool s/n 2345B7-S 


5043.22 


5348.22 


5101.79 


S746 43 


Totale For#RËC Room/ □inmq Room 




$13,49176 


£1,070.94 


£12.420.32 



Area Name: # Rec Room Bathroom 


tt Rec Room Bathroom 


5^x13'xe' 








Lower Perimeler' 36.00 LF 
Upper Perimeler: 36.00 LF 


Floor SF 

Floor SY: 


65.00 SF 
7.22 SY 


WallSF 288.00 SF 
Ceiling SF: 65.00 S F 


Ouantity 


Description 


UnitCost 


RCV 


DEP 


ACV 


144 OSF 

65.0 SF 

7.7 SY 

7.2 SY 


Mkidpcide Wall Treatment 
Hildicide Fioor Trealment 
R/R Carpeting [Per Sq. Yd) 
R/R Carpel Pad iPer Sa Ydl 


£0.25 

50 25 

530.32 

£5.36 


336,00 

516.25 

5233.46 

533.59 


£23.02 

54.63 


$36 00 

$16 25 

320544 

$33.96 



This la an estimitte of TQçont&il damages Bndte sut^ect to i-eview and Snol &pprov9t by tfi» insuranca canjor. 



iwacxjs 
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INSURED 


" Fountair Court Condo Assn 


DATE OF REPORT 


12/12/2005 


LOCATION 


6901 VelemB BIvd - reai" 


DATE OF LOSS 


08/29/2005 




: Métairie, LA 70033 


POUCY NUMBËR 


; 17-2510100459 


COMPAf^ 


Fideirty l^atbona] Insurance 


CLAIM NUMBER 


: Ff^TC-1 -05-0043927 






OUR FILE NLIMBER 


eii3s 






ADJUSTER NAME 


; Glen Gamer 



# Rec Roon> Bathroom - conlinued. . 


Quantlly 


Description 


Unit Cost 


RCV 


DEP 


ACV 


72 0SF 


R/R Waiiinsuislioil 

exleriorwaiis oMy uF^o4ft 


so,e3 


545.35 


51.81 


S43 55 


144.0 SF 


R/R Wall Sheeti-ot* 

uplû 4 ftfiom floor levé! 


S2J5 


S396.Q0 


S23J6 


S372.24 


2bb D SF 


Prep Walla 


S0 39 


£112.32 


S3.37 


S106 95 


2a& SF 


Texture Waiis 


S0.36 


5103 68 


S6.22 


S97 46 


2&&.0 SF 


Pain1Walls(2CoatB) 


S0.5S 


SI 67.04 


S6.6B 


S160.36 


36 0LF 


R/R Harawood Base Mourding 


S2.75 


S99.00 


55.94 


S93Û6 


6.0 LF 


Paint / Finish Hardwood Base Woulding 


SO.SC 


S4.S0 


50.34 


S4 46 


1.0 EA 


R/R Pfehung H/C Door 


S237.79 


S237.79 


S 14,27 


S223.52 


1.0 EA 


Paint / Finish Prehung H/C Door 


£59 44 


559.44 


S7.13 


S52 31 


1.0 E A 


Paint / Fini5h Casing Trrm for Prehung H/C Doof 


^ia 


S8.TS 


S0.98 


S7.20 


1.0 EA 


Remove Door Hardware for Pfehung H/C Door 


S9.32 


S9.32 




S9 32 


1.0 E A 


Re-inslall Door Hardware for Prehung H/C Door 


SI 376 


S 1676 




118 76 


1.0 EA 


Ciean Commode 


SI 3.36 


SI 3,36 




S13.36 


1.0 EA 


R/R Relngerator 
G Es/nW-l 2564-e 


S788.84 


5788.84 


594.66 


S694 18 


Totala For#RecRoom Bathtoom 




S2,388,19 


Sl97,ai 


£2,190.36 



Area Name: REC Room General Services 




Quanti tv 


Description 


UnitCost 


RCV 


DEP 


ACV 


400,0 SF 
1.0 FA 


Pressure Was h E^îerior Sewage 
Large Load Débris fîemoval + Dump Fee 


S048 
£472.50 


5192.00 
£472.50 




S192.0Q 
S472SO 


Total» For REC Room Gansral Servicaa 




S664,50 


Î0,00 


$664.50 



Area Name: Laundry Room 


Laundrv Room 


8' e 0' X 24' X B' 






Closet 


. 8^ 6.0- X S' 6.0- X 8' 






Lower Perimeter 99 00 LF 


FtoorSF 276 2ÛSF 


Wall SF 


792.00 S F 


Upper Perimeter 65.00 LF 


Floor Sy 30.69 S Y 


Ceiling S F 


276,20 S F 


Quanti tv 


Description 


Unit Cost 


RCV , 


□EP 


ACV 


396.0 SF 


Miidicide Wall Trea(iner>l 




S0 25 


S99 00 






599.00 


276.2 S F 


Mildicide Floor Treatment 




30.25 


369.05 






£69.05 


19S.Û SF 


R/R Wall Insu latron 

exteriorwaîlsorly upto4 ft 




S0.63 


SI 24.74 




34.99 


3119.75 


396.0 S F 


R/R Wall Sheetrock 

upto4ft fromfloor level 




32.75 


$1,069.00 




365.34 


$1,023.66 


792.0 SF 


R/R Wall Paneiing 
toarr 




34.02 


$3,163,64 




$191.03 


$2,992.81 



WlBj^_9n fsUmate ot focorrierl damagos Jtnd is subjocc to review anrt tinal approval by ttie inBumnc9 carrier. "" 
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INSUREO 


: Fountaln Court Coisdo Assn 


DATE OF REPORT 


12/12/2005 


LOCATION 


6901 Velems BIvd - rear 


DATE OF LOSS 


: 08/29/2005 




iMetaine. LA 70033 


POLICY NUMBER 


: 17-2510100459 


COMPANY 


: Fidelity Nalional Insurance 


CL AI M NUMBËR 


FNTC-1 -05-0043927 






OUR FILE NUMBER 


: 81138 






ADJUSTÉR NAWE 


: Glen Garner 



Laundrv Room - conlintied .. 


Quanti tv 


Description 


Unil Cost 


RCV 


DEP 


ACV 


792 OSF 


Paint ; Fmish Wall Paneling 


so.5e 


3459.36 


S55.12 


£404.24 


792.0 S F 


^aintW3lls{2Cûaî5} 


so.sa 


S459.36 


318 37 


3440.99 


99 OLP 


^R Hardwûod Base Moiilding 


S2 75 


£272.25 


316 34 


S255.91 


99.0 LF 


Painl / Finish Hardwood Ba&e Mouiding 


30.80 


S7920 


$5 54 


£73.66 


26 0LF 


RyR Corner Moukiing 


SI 68 


S43 63 


32 62 


541.08 


26.0 LF 


Paint/ Finish Corner Maulding 


30.80 


S20.30 


S2 50 


£18.30 


65ÛLF 


^R Crown Moulding 


S3 79 


S246.35 


314.78 


3231 57 


eS.O LF 


Paint / Finish Crown Moulding 


S0 3C 


S52.00 


a6 24 


$45.76 


2.0 EA 


R,'R Prehung H/C Door 
ctoset -1- A/c unit 


£237,79 


S475.58 


328 53 


£447.05 


2 0EA 


Fafnl / Finish Prehung H/C Dûor 


S59.44 


5113,88 


S14 27 


Si 04 61 


2.0 ËA 


Parnt / Finish Casing Trim for Prehung H/C Doof 


£8 13 


SI 6.35 


£1.06 


314.40 


2.0 EA 


Remove Door Hardware for Prehung H/C Door 


£9.32 


£16.64 




318 64 


2 0EA 


Re-maîaH Door Hardware for Prehung H/C Door 


£18.76 


£37.52 




337.52 


SOLF 


R'R Better Grade Wood Ba&e Cabinetry 


SI 84 37 


31 ,478.96 


S133 11 


31,345 35 


8 0LF 


Remove Counîerlop 


£3 5T 


S23.08 




328 08 


&.5LF 


Re-Install Countertop 


S6.21 


£52.78 




Î52 78 


eOLF 


Remove Plumbmg Lines 


£0.51 


33 06 




S3 06 


6 0LF 


Re-insiall Plumbmg Lines 


S15.16 


390.96 




£90.96 


1.0 EA 


Remove Sink (Complète A&SBmbly) 


S39.64 


339 84 




Î39,B4 


1.0 EA 


Re-irislall Sink (Compfele Assembly) 


375.16 


S7516 




£75.16 


10EA 


R/R BD Gallon Electric Waier Heaîer 
hoï point s/n 23457-9-0 


356919 


3569.19 


351.23 


S5 17.96 


aOEA 


R/R 110V - Î25V w/Wiring Eleclncal Oulleî 


384 89 


S679.12 


340.75 


3633.37 


8.0 EA 


R/R 220V - 250V wA^irlng Electrical Oullet 


$147.56 


31.130 48 


S70 83 


31,109.65 


Totals For Laundrv Room 




511,063.24 


Ï723.S5 


S1 0.339.69 



Area Nanie: Laun dry Room General S srvj ces 




Ouantitv 


Description 


Unit Cost 


RCV 


DEP 


ACV 


600.0 £F 
3.0 EA 


Pre^suTeWash Exterior Sewage 

2flffom ground 
Large Load Pebris Removal + Dump Fee 


S0.43 
5472,50 


S2B8.00 
51,417 50 




£288.00 
£1,417 50 


Total s For Laundrv Room General Services 




SI ,705.50 


30.00 


£1.705,50 



JJiials an esVmatë of ivcorrted liamagas and ia sut^eci tù review atid Gital approvot by ttt^ insiirançB csirier. ■" j 
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1NSURED 


■ Fountain Gourl Condo Assn 


DATE OF REPORT 


12/12/2005 


LOCATfOM 


: 6901 Velems BIvd - rear 


DATE OF LOSS 


Oe/29/2005 




: Métairie, LA 70033 


POUCY NUMBER 


. 17-2510100459 


COMPArJY 


Fidelity National Insurance 


CLAIM NUMBÊR 


: FWTC-1 ^05-0043927 






OUR FILE NUMBER 


: 81138 






ADJUSTER NAME 


Glen Gair>er 



Repair Item Totais 

Less NorvOHP Trades 

SubTolaiForOHP 

General Contractons Overhead [10 0%) 

General ConlractDr's ProflMIO 0-M>i 

Plus Non-OHP Trades 

Eslimaîe Totais Wilh OHP 

Eslïmate Grand Totais 

Policy Déductible 

BUILDING FINAL TOTALS 



S472,506,6a 

(S1 2.235.00} 

5400,221.68 

546,022.17 

S46.022.17 

S 12,285.00 

3564,551.02 

3564,551.02 

(S500 00) 

S564,051.02 



S29,e&0,e4 



529.630.64 
S2, 968.07 
S2,96e 07 

535,616 78 
535,616 73 



S442,a2G.04 

(512,285.00} 

5430,541 04 

343.054.10 

543,054.10 

512,285.00 

5528,934.24 

5523,934.24 

(5500.00) 

S52B.434.24 



This ts on eetttttate of recoraedtiatna^^ arta is sabtBct to iwviaw and linol appjDim^ 



54A50LV 
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INSURED 


■ Fotinîalr Court Condo Assn 


DATE OF REPORT 


12/12/2005 


LOCATION 


69Q1 Vetems Bivd - rear 


DATE OF LOSS 


OS/29/2005 




Metaine, LA 70033 


POLICY NUMBER 


: 17-2510100459 


COMPANY 


■ Rdelity Nalloral Insurance 


CLAIM NUMBER 


. F NTC-1 -05-0043927 






DUR FfLE NUMB£R 


:S113S 






ADJLPSTER NAME 


Glen Gamer 



ESTIMATE TOTALS 



eSTÏMATE TOTAL PAGE ITEMS 



RCV 



DEP 



ACV 



Repair Rem Totats 

Less ExcJuded O&P Trade(s) 

SLJbtûtalForOaP% 

Gensral Contra do r Overhead (10.0%) 
General Contractor Profil (10.0%) 
Plus Excluded O&P Trades 

EstimateTolalsWithO&P 

Eslimate Grand TotaJs 

Less Déductible 



$472,606.68 


$29,680,64 


$442,826.04 


($12,286.00) 


$0.00 


($12,285.00) 


$460,221.68 


$29,680.64 


$430,541.04 


346.022.17 
$46,022.17 
$12,285.00 


$2,968.07 
$2,968.07 

$0.00 


$43,054.10 
$43,054.10 
$12,285.00 


$564,551.02 


$35,616.78 


$528,934.24 


$564,551.02 


$35,616.78 


$528,934.24 


($500.00) 




($500.00) 



BUILDING FINAL TOTALS 



$564,051.02 



$35,616.78 $528.434.24 



Ttiis is an BStimal9 af fPcprtfBd damogos and is sulûwt ta nvi^w and flfMf appmvai by ths mninuice carrfer '" | 

Total Page 



aPiOOL'D 

tant BT-I AB-API 



INSURED 


. Fountain Court Condo Assn 


DATE OF REPORT 


12/12/2005 


LOCATKJN 


B901 Vetems BIvd - rear 


DATE OF LOSS 


: 08/29/2005 




Métairie, LA 7D033 


POLICY NLJMBER 


17-2510100459 


COMPANY 


: Fideirty Naûonal Insjrance 


GLAIMNUMfiER 


: FNTC-1-D5-Û043927 






OUR FILE MUMBER 


iflnas 






ADJUSTER NAME 


: Gten Garner 



TRADES NOT INCLUDED IN CONTRACTOR 
OVERHEAD AND PROFIT CALCULATIONS 



TRADBSUBTRADE CLASSIFICATION 


RCV 


DEP 


ACV 


GENERAL CONDITIONS 
DEBRIS REHOVAL 


$12,285.00 

S 12.235. 00 


$0.00 

SOOO 


S12JÎ85.00 
S 12,285 00 


ALL TRADES TOTAL 


$12,285.00 


$0,00 


S12.2B5.0D 



Tilts is an Mtfmafe ctf recorcterf damaoca and is soi^act to nvJBKond ftnol approvaf fay tf]g insorgmce cafTWr "* J 
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INSURED 


Fojutain Court Condo fissn 


DATE OF REPORT 


: 12/12/2005 


LOCATION 


: 6901 Velems Slvd - rear 


DATE OF LOSS 


. OS/29/3005 




Métairie, LA 70033 


POLI C Y NUMSER 


17-2510100459 


COMPANY 


FIdelity National Inaurgrice 


CLftIM NUMBER 


: FNTC'V0&O043927 






OUR FILE NUMBER 


8113B 






ADJUSTER NAME 


: Glen Garner 



TRADE BREAKDOWN SUMMARY 



TRADE/SUBTRAOE CLASSIFICATION 



RCV 



DEP 



ACV 



1.0 GENERAL CONDITIONS 



2.0 SfTEVyORK 



6.0 CARPENTRY 



7.0 MOISTURE PROTECTION 



aXI DOORS AND WINDOWS 



9.0 FINJ5HES 



10.0 SPECIALTIES 



11JI EQUIPMENT 



12.0 FURNISH1NG5 



1S.0 MECHANICAL 



16.0 ELECTRIC AL 



17-0 CONTRACT CLEARING 



123,233.00 

*5h69M7 

123,200,26 

$5,762.61 

$61,229.00 

1188.472.17 

$286.14 

Î43,049J1 

$55,888.26 

$21,781.36 

S33,94d.02 

59,963.59 



50.00 



$0.00 



51.392.01 



$230.48 



$3,553.07 



S11J01,31 



50.00 



54,663.92 



55,114.80 



S98S.41 



52,036.64 



50.00 



523.233,80 



55,691-17 



521,808,25 



$S,S32.13 



$57,676^ 



1176.770.36 



$286.14 



536.385.79 



550,7T3.4e 



520,793.45 



531,011.38 



59,963.59 



ALL TRADES TOTAL 



1472,506.68 



529,680.64 5*42,826,04 



Tttis is an estimni^ of recordeJ ctemagea and is auittfect ru reirf&w ond Snal approvoi by tf>e Insurance carrier. ■" | 
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Farm EÏT-tJU-SM 



fNSUREO 


: Fountaln Co Jil Condo Assr 


PATE OF REPORT 


13/12/2005 


LOCATION 


6901 Vetems BIvd - rear 


DATE OF LOSS 


Oe/29/2005 




: Métairie, LA 7D033 


POLICY NUMBER 


: 17-3510100459 


COMPANY 


Fidel ily Nalional Insurance 


CLAIM NUWBER 


FNTC- 1-05^004 3927 






OURFILENUMBER 


ei13S 






ADJUSTER NAME 


: Gfen Garner 



CONTENTS ESTIMATE 



Gover Page 



i^dmBai-ia&nM 



INSU RED 
LOCATICW 

COMPANY 



: Fourrtain Court Condo Msn 


DATE OF REPORT 


: 12/12/2005 


. 6901 Velerns BIvd - rear 


DATÉ OF LOSS 


. OS/29/2005 


: Métairie, LA 70033 


POLICY MUMB£R 


: 17-2510100459 


■ Rdelily National Irwiijance 


CLAIM NUMBER 


: FNTC-1 -05-0043927 




OUR FILE WUWBER 


61138 




ADJUSTÈR NAMË 


: Gfen Garner 



Area Name: REC Room 


# 


Descdption 


Aqe 


Qtiantitv 


Unll Cost 


RCV 


DEP 


ACU 


1 


Replace Large Sectional Sofa 
UW£ Pti\a Prim 

NOTES aCHn&KtionalMrfl 


25.0 


1 OEA 


S5,121.34 


55,121.94 


S7 17.07 


S4,404 37 


2 


Fax machine 

WOTES; bmlhaf #77S 


1.5 


lOÊA 


S19S.00 


STseoo 


S17.S2 


Sl30.ie 


3 


Téléphone Answer Machine 


1.7 


1.0 E A 


SI 29.00 


S 129.00 


S20.64 


SI 03.36 


A 


Bingo Cards 200 coiint 


1.Û 


10EA 


&44.95 


S44.95 


S5,39 


S39.56 


Tofals For RËC Room 




$5,493.89 


$760.92 


$4,732.97 



Inventory Item Totals 
Gfoss Contents Loss 

Le^s Deduclible/Parlicipation 
INVENTORY FINAL TOTALS 



$5^93. B9 

S5.493.a9 
(£500 00) 
$4,993.89 



$760.92 

S760 92 



$4,732.97 

S4, 732.97 
(3500.00) 
54^232.97 



TJtis is an eaPmate of r&cortfed dflmagea and la sul^ect fo f&vJew and 6nal approvalpy tfie insuimce canier. 
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INSURED 


: FounTain Court Gondo Assn 


DATE OF REPORT 


: 12/12/2005 


LOCATION 


esoi Veterns Btud - rear 


DATE OF LOSS 


. 08/29/2005 




Meta ire, LA 7DD33 


POUCY f^UMBER 


17-2510100459 


COMPANY 


, Rûetity National Insurance 


CLAIM r^UWBER 


FNTC- 1-05-0043927 






OUR FILE NUMSER 


-31138 






ADJUSTER NAME 


. Glan Garner 



INVENTORYTOTALS 



INVENTORY SUMMARY ITEMS 



RCV 



DEP 



ACV 



Inventory Item Totals 
Gross Contents Loss 



$5,493.39 
$5,493.89 



$760.92 
$760,92 



$4,732.97 

$4,732.97 



Less Déductible/Participation 



($500.00) 



($500.00) 



INVENTORY FINAL TOTALS 



$4,993,89 



$7S0,92 



$4,232.97 



Iltix is an sstimata ot racontai damages andis sutjjecl lu rBifJvw and Rnal appiovùt by ttt& inaunnce canler. ** 

Summary 



FOPV EOT-UlS-âH 



